THIS  SPACE  FOR   WRITING  MESSAGES 

CHRISTIAN  SCIENCE  CHURCH 

One  of  the  mbst  beautiful  churches  in  the 
Country  and  is  often  referred  to  as  "The 
Mother  Church."  It  has  a  seating  capacity 
o  more  than  5,000  and  contains  original 
rcjom  used  by  Mrs.  Mary  leaker  Eddy,  the 
fonnder  of  the  church. 


